ETag: "13aeadadfb765a8c1e702249b3d74ece"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 196064
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge J. Spencer Letts
x-archive-meta-case-cause: 35:271 Patent Infringement
x-archive-meta-case-name: Rodime PLC v. Seagate Technology
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: cacd
x-archive-meta-date-case-filed: 1992-11-18
x-archive-meta-date-case-terminated: 1997-10-23
x-archive-meta-docket-num: 2:92-cv-06855
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: None
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 830 Patent
x-archive-meta-pacer-case-num: 59656
x-archive-meta-referred-to: Magistrate Judge Rupert J. Groh
x-archive-queue-derive: 0
x-upload-date: 2011-10-22T23:17:14.000Z
